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Message Text 



UNCLASSIFIED 

PAGE 01 CARACA 08689 0922 13Z 
67 

ACTION EB- 11 

INFO OCT-01 ARA-10 ISO-OO RSC-01 DRC-01 /024W 

056311 

R 092036Z OCT 73 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1441 

UNCLAS CARACAS 8689 

E.O. 11652: N/A 
TAGS: BEXP, VE 

SUBJ: FOREIGN GOVERNMENT TENDER - ELECTRIC SUBSTATIONS. PRESELECTION 
OF BIDDERS. 

(1) 307 VENEZUELA 

(2) 01 CARACAS 

(3) T-07 

(4) 100973 

(5) DESIGN, MANUFACTURE. SUPPLY, INSTALLATION AND PLACE IN OPERATION 
OF SIX SUBSTATIONS 230KV; TWENTY-ONE SUBSTATIONS 1 15 KV; FOUR 
SUBSTATIONS 34.5 KV. EQUIPMENT WITH FOLLOWING CHARACTERISTICS: 

POWER TRANSFORMERS OF 1 15/13.8 KV, 115/34.5 KV AND 34.5/13.8 KV. 

MEASURING TRANSFORMERS. POWER BREAKERS: SMALL OIL VOLUME FOR 
230-1 15-34.5 KV; COMPRESSED AIR FOR 230-1 15-34.5 KV; SF6 FOR 

230-1 15KV; LARGE OIL/VOLUME FOR 1 15-34.5-13.8 KV; BLOWN MAGNETIC 
FOR 34.5-13.8 KV; VACUUM FOR 13.8 KV. SWITCHES: TRADITIONAL TYPE; 
PANTOGRADE TYPE; WITH ARC BREAKERS; SWITCHES UNDER LOAD AND DOOR 
KNIVES TO GROUND AT HIGH SPPED. LIGHTNING ARRESTERS 230-1 15-34.5- 
13.8 KV. POWER CABLES OF 230 AND 1 15 KV, CABLES FOR 34.5 AND 13.8 
KV OF DOMESTIC MANUFACTURE ONLY. EXTERNAL ARMORED CELLS FOR 13.8 
KV. PANELS OF DOMESTIC MANUFACTURE ONLY. THE ENTIRE PROJECT 
WILL BE OPENED FOR BIDDING IN PHASES DURING THE NEXT FEW MONTHS. 

(6) C.A. DE ADMINISTRACION Y FOMENTO ELECTRICO (CADAFE), EDIFICIO 
LA SALLE, AVENIDA BOYACA, CARACAS, VENEZUELA. 

(7) LICITACION 73-SE-014 CADAFE 

(8) ONLY LOCAL COMPANIES WILL BE PERMITTED TO PARTICIPATE. WHILE NONE 
OF THE EQUIPMENT IS MANUFACTURED IN THE COUNTRY, THE LOCAL FIRMS 
ARE EXPECTED TO PROVIDE DESIGN, INSTALLATION AND CIVIL ENGINEERING 
UNCLASSIFIED 

UNCLASSIFIED 
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AND TO FURNISH BY WRITTEN NOTARIZED STATEMENT THAT THEY ARE THE 
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AUTHORIZED REPRESENTATIVES OF FOREIGN EQUIPMENT MANUFACTURERS 
AND ARE AUTHORIZED TO SIGN FOR THEIR PRINCIPALS. THEY ALSO MUST 
PROVIDE INFORMATION REGARDING THE CAPACITY AND EXPERIENCE OF 
THEIR PRINCIPALS. THE TECHNICAL CHARACTERISTICS OF THE EQUIPMENT 
TO BE OFFERED AND LISTS OF SIMILAR EQUIPMENT PRESENTLY IN USE. 

U.S. FIRMS INTERESTED IN HAVING THEIR AGENTS PARTICIPATE SHOULD BE 
INFORMED THAT THESE MUST PRESENT THE REQUIRED DOCUMENTATION ON 
OCTOBER 30. 1973, AT 10 A.M. 

(9) SEE (8) 

(10) RICHARD C. GRAHAM. 

MCCLINTOCK 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 OCT 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973CARACA08689 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: CARACAS 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 044/aaaabgfz. tel 

Line Count: 72 
Locator: TEXT ON-LINE 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12-Dec-2001 by elbezefj>; APPROVED <27 FEB 2002 by elyme> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER - ELECTRIC SUBSTATIONS. PRESELECTION OF BIDDERS. 
TAGS: BEXP, VE 
To: n/a 
Type: TE 
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